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Office Memorandum • united states government 


Management Staff 


DATE: o September 1950 


FROM : Acting Chief, Personnel Division 
SUBJECT: Request for Medical Staff T/0 Change 


It is requested that the following change be effected in #he T/0 
of the Medical Staff, Technical B/anch: / 


1 Physiotherapist GS-7 


1 Physiotherapist GS-6 


The above change is a result of reclassification of the position 
due to transfer of responsibility for duties of Chief, Technical Branch 
to position of Medical X-Ray Technician, 


25X1 A9A 


25X1 A9A 


CONCUR 
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